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Doctrine 


e Joint U.S. Air-Amphibious Communication Instructions as approved by the Joint Communication Board 
(reprinted in Ship to Shore Movement) 


U.S. Army Field Manuals 


(See separate list) 


U.S. Army Technical Manuals 


(See separate list) 


Training Manuals 


Ordnance School Texts: 


o Ammunition--General (Military Explosives, Small Arms Ammunition) 
o Rockets and Launchers, All Types 


Miscellaneous 


Military Justice Procedure (War Dept. Technical Manual 27-255) 
A Manual for Courts-Martial, U.S. Army -- 1928 (Corrected to April 20, 1943) 
Procedure for Military Executions (War Department Pamphlet No. 27-4) 


e Army Battle Casualties and Nonbattle Deaths in World War II--Final Report: 7 December 1941--31 
December 1946 


e The Chrysler-Dodge "Burma" Truck--Introduction and Maintenance Manual 


e Quantities of Lend-Lease Shipments: A Summary of Important Items Furnished Foreign Governments 
by the War Department during World War IT 





e U.S. Night Fighter Radars of WW II 


e Elements of Ammunition by Major Theodore C. Ohart, Ordnance Department, Army of the United States 
e Infantry in Battle (The tactics of small units, as illustrated by examples drawn from WWT) 
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e Short Guide to Iraq 
e Song and Service Book for Ship and Field: Army and Navy 
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